Guying Spiderbeam 
Aluminum Masts 
(10m HD) 


10m 


8.7m 


7.2m 


Recommended: 7.0m 
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Minimum: 6.0m 


Note: 1m = 3’ 3” 


NOTE: Guy lengths shown are 2m longer than actual length to ground stake 
to allow for tying both ends. Cut each rope to the length shown. 


